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Message Text 

CONFIDENTIAL 

PAGE 01 MANILA 091 1 1 0II440Z 

ACTION SY-05 

INEO OCT-OI EA-IO ISO-00 /0I6W 

037152 01I45IZ/64 

R0I0942Z JUN 78 
EM AMEMBASSY MANILA 
TO SECSTATE WASHDC 0000 
INEO AMCONSUL HONG KONG 

CONEIDENTIAL MANILA 091 1 1 

WASH EOR SY/OPS/T FROM TSO 

HONG KONG FOR RTC 

E.O. 1 1652: GDS 
TAGS: ASEC 

SUBJECT: ESK ALARM SYSTEM SUPPLIES 

MANILA PLANNING TO EXPAND USE OE ESK WIRELESS ALARM SYSTEM 
PRESENTLY INSTALLED IN CONSULAR AREAS AND AT PEDESTRIAN 
AND VEHICULAR ACCESS GATES. TO ENABLE EXPANSION AND 
PROVIDE SUITABLE BACK-UP, PLEASE POUCH EOLLOWING SUPPLIES 
TO TSO MANILA: 

- 4 EA. RECEIVER, ESK MODEL 61, 365-16.5 

- 2 EA. RECEIVER, ESK MODEL 61, 345-16.5 

- 2 EA. RECEIVER, ESK MODEL 61, 325-14.5 

- 8 EA. TRANSMITTER, ESK MODEL 21 (N/0), 365-16.5 

- 4 EA. TRANSMITTER, ESK MODEL 22, 345-16.5 

- 4 EA. TRANSMITTER, ESK MODEL 22, 325-14.5 

- 4 EA. TRANSMITTER, ESK MODEL 21 (N/O), 345-14.5 

PLEASE ADVISE STATUS OE SHIPMENT. TOUSSAINT 

CONEIDENTIAL 
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